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ABSTRACT 

Murine coronaviruses provide useful animal models for human neurological disorders such 
as multiple sclerosis. In an effort to better understand the mechanisms involved in protec¬ 
tion from coronavirus infection, we are studying the role of the idiotypic network in the 
modulation of viral infectivity. We have explored the feasibility of using single-chain anti¬ 
bodies displayed on phage surfaces for the isolation of recombinant anti-idiotypic antibod¬ 
ies (anti-ids) with antigen-mimicking properties, which has proven to be difficult with con¬ 
ventional hybridoma approaches. A phage-display library containing more than 10 8 different 
antibody specificities was screened for the presence of anti-ids by successive rounds of pan¬ 
ning with three different in vitro neutralizing and in vivo protective antiviral monoclonal an¬ 
tibodies. After five rounds of panning, between 32% and 84% of all individual clones tested 
showed antibody-binding in an enzyme-linked immunosorbent assay (ELISA). Although sev¬ 
eral clones showed identical antibody sequences, a number of different clones were identi¬ 
fied and further characterized. None of the selected clones induced the production of an¬ 
tiviral or neutralizing antibodies or conferred reproducible protection from viral challenge 
in BALB/c and C57BL/6 mice. These results demonstrate that anti-ids can be isolated from 
a phage-display library, although high-affinity antigen-mimicking phages with antiviral pro¬ 
tective capacities were apparently not represented in this library. This argues for the de¬ 
velopment of more diverse phage-display libraries. 


INTRODUCTION 

M urine hepatitis viruses (MHV) are members of the Coronaviridae , a family of enveloped positive- 
stranded RNA viruses responsible for a number of human and animal respiratory, neurological, and 
gastrointestinal infections (19,23). The neurotropic A59 strain of MHV causes encephalitis and demyeli- 
nation in mice and rats and is used in our laboratory as an animal model for multiple sclerosis. The virion 
of MHV-A59 is composed of three major structural proteins (19): the nucleocapsid protein, the membrane 
glycoprotein, and the spike glycoprotein (S). The S protein constitutes a major target of the immune re- 
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sponse during viral infection and is responsible for binding to the viral receptor on the surface of target 
cells (3-5,24) and for virus-induced cell fusion (3). In order to better understand the mechanisms involved 
in protection from coronavirus infection, we are studying the role of the idiotypic network in modulation 
of viral infectivity. 

The concept of the immune network proposed by Jeme in 1974 (10) describes the immune system as a 
set of variable domains (idiotypes) that interact. Certain types of anti-idiotypic antibodies (anti-ids) have 
the property of bearing the internal image of an antigen and such anti-ids have been successfully used as 
surrogate antigens in experimental vaccines against parasites (8,17), bacteria (14,20) and viruses 
(1,11,16,22). We have previously shown that polyclonal anti-ids could induce the production of MHV-A59- 
specific anti-anti-idiotypic antibodies (Ab3s) that could mimic the idiotype bearing antibody (Abl) and neu¬ 
tralize viral infection in vitro and protect mice from MHV-A59 infection (12,25). Further characterization 
of the idiotypic network in coronavirus infection requires the use of more defined monoclonal reagents. Un¬ 
fortunately, the isolation of biologically active monoclonal anti-ids has proven to be difficult using con¬ 
ventional experimental approaches (25). In the present study, we report the utilization of a phage-display 
library for the isolation of human single-chain anti-ids to evaluate the feasibility of using this technology 
as an alternative to hybridoma production for the characterization of the vaccinating and/or epitope-mim¬ 
icking potential of anti-ids. 


MATERIALS AND METHODS 

Selection of the library. The construction of the phage-display library of human scFv fragments was 
described elsewhere (15). Immunotubes (Nunc, Roskilde, Denmark) were coated by overnight incubation 
at room temperature with each of three following monoclonal antibodies (mAb): 7-10A and 4-11G (4) and 
5B19 (3,5) at 100 /*,g/mL in phosphate-buffered saline (PBS). The next day, the tubes were washed three 
times with PBS and blocked with PBS containing 2% (w/v) skim milk powder (PBS-M) and incubated at 
37°C for 2 hours. The tubes were similarly washed and 10 12 to 10 13 transforming units (TU) of phages 
from the library in PBS-M were added and the tubes were incubated at room temperature for 2 hours. Af¬ 
ter 20 washes with PBS containing 0.1% (v/v) Tween 20 (PBS-T) and 20 washes with PBS alone, the bound 
phages were eluted by a 10-minute incubation with a 100 mM solution of triethylamine and immediately 
neutralized with 1.0 M Tris-HCl, pH 7.4. Exponentially growing Escherichia coli TGI cells were infected 
with the eluted phages by incubation in a 37°C water bath for 30 minutes. Infected cells were centrifuged, 
resuspended in 2xTY broth and plated on one 9X9 inch Bio-Assay dish (Nunc) of 2xTY containing 100 
fjig/mL ampicillin and 1% (w/v) glucose (2xTY-amp-glu). Plates were incubated overnight at 37°C. Five 
milliliters of 2xTY was added on top of the dish and cells were loosened with a glass spreader. About 10 8 
bacteria were added to 2xTY-amp-glu and grown until the OD at 600 nm was 0.5, at which time 10 12 M13- 
K07 helper phages (Stratagene, La Jolla, CA) were added and incubated for 30 minutes in a 37°C water 
bath. The cells were pelleted and resuspended in 2xTY containing 100 fig/mL ampicillin and 25 fi g/mL 
kanamycin (2xTY-amp-kan) and incubated at 30°C overnight. The culture was centrifuged and the super¬ 
natant was precipitated twice with polyethylene glycol 8000, 2.5 M and the phages were resuspended in 
water. The selection procedure was repeated five times before isolated clones were tested by enzyme-linked 
immunosorbent assay (ELISA). 

Phage ELISA. Isolated colonies from the fifth round of panning were grown in 96-well plates contain¬ 
ing 2xTY-amp-glu and infected for 90 minutes with M13-K07 helper phage. Cells were centrifuged and re¬ 
suspended in 2xTY-amp-kan and grown overnight at 30°C. Each well of 96-well microtiter plates was coated 
with 1 fig of the appropriate monoclonal antibody or KLH (Sigma-Aldrich Canada, Ltd., Mississauga, On¬ 
tario, Canada) in PBS. After overnight incubation, the remaining binding sites in the wells were blocked 
with PBS-M for 90 minutes. One hundred microliters of the phage-containing supernatant or polyclonal 
polyethylene glycol (PEG)-precipitated phages were added and incubated for 90 minutes. The wells were 
washed 5 times with PBS-T and peroxidase-labeled anti-M13 antiserum (Pharmacia Canada Inc., Baie- 
d’Urfe, Quebec, Canada) was then added and the plates incubated for another 90 minutes. The plates were 
washed five times with PBS-T and the bound peroxidase revealed by incubation with O-phenylenediamine 
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(Sigma) and hydrogen peroxide. The reaction was stopped with 1 N HC1 and the absorbance read at 492 
nm using an SLT EAR 400 AT plate reader. 

Nucleotide sequencing of selected clones and sequence alignments. Precipitated phage particles from 
positive clones identified in the phage-ELISA described above were extracted twice with phenol-chloro- 
form-isoamyl alcohol (25:24:1 mixture) and single-stranded DNA was precipitated with ethanol. Pellets 
were washed with 70% (v/v) ethanol, dried and resuspended in water. Nucleotide sequencing was performed 
by the dideoxynucleotide chain terminating method (18) using the LINK-Seq primer (5'-CGATCCGC- 
CACCGCCAGAG-3') (9), T7 DNA polymerase (Pharmacia) and [a- 35 S]dATP (ICN Pharmaceuticals 
Canada Ltd, Montreal, Quebec, Canada) according to the manufacturer’s instructions (Pharmacia). Sequence 
alignments of CDR3 and Vh segments with that of the S glycoprotein of MHV-A59 (13) were performed 
with version 2.45 of the GeneWorks® software (Intelligenetics Inc, Campbell, CA). 

Immunization of mice with selected clones. Groups of MHV-seronegative BALB/c or C57BL/6 mice 
(Charles River, St-Constant, Quebec, Canada) were injected intraperitoneally with 2 mg of PEG-precipi- 
tated phage emulsified 1:1 in complete Freund’s adjuvant. Three booster injections of the same quantity of 
phage in incomplete Freund’s adjuvant were given at biweekly intervals. Mice were bled 7 days after each 
injection and the sera were tested for the presence of antiviral antibodies by ELISA and Western im- 
munoblotting and for virus neutralization activity as described previously (12). Immunized mice were chal¬ 
lenged 10 days after the last booster injection by intracerebral injection with 10 LD 50 (5 X 10 5 PFU for 
BALB/c and 6 X 10 4 PFU for C57BL/6) of MHV-A59. 

RESULTS 

The phage-display library of human scFv antibody fragments was subjected to five rounds of selection 
by panning against three different neutralizing anti-MHV-A59 mAbs. To verify if the panning procedure 
had enriched the antibody-binding phage population, polyclonal populations of phages were assayed for 
binding to the different antibodies by ELISA. Figure 1 shows the binding curves of the three polyclonal 
phage populations to mAb 7-10A or to KLH after five rounds of selection with either one of three mAbs. 
A greater proportion of the 7-10A-selected phages reacted with 7-10A compared with phages selected with 



FIG. 1. Binding of polyclonal phage populations to mAb 7-10A or KLH. Microtiter plates were coated with 1 
/xg/well of mAb 7-10A (filled symbols) or KLH (open symbols). The binding of threefold dilutions of polyclonal phage 
populations after 5 rounds of selection for mAb 7-10A (■), 4-11G (•) or 5B19 (A) was detected using horseradish 
peroxidase-labeled anti-M13 antibodies. 
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FIG. 2. Binding of individual phage clones after five rounds of selection for three antiviral mAbs. Microtiter plates 
were coated with 1 /xg/well of mAb 7-10A, 4-11G, 5B19 or an irrelevant Ag (KLH) and the binding of individual 
clones selected by five rounds of panning against the three antibodies was detected using horseradish peroxidase-la¬ 
beled anti-M13 antibodies. Individual clones shown in bold represent phages that were selected for in vivo characteri¬ 
zation. 


the other two mAbs, demonstrating the effectiveness of the selection procedure. In addition, the polyclonal 
mAb-selected phages did not show any reactivity with KLH, indicating that the panning protocol did not 
amplify phage populations with specificities for unrelated proteins. A slight cross-reactivity with the two 
other selecting antibodies was observed, which probably indicates the presence of phages with binding 
specificities for constant regions common to all three antibodies. Similar binding curves were obtained for 
the other two selecting antibodies (data not shown). 

Individual phage clones were screened for binding to the selecting antibodies by ELISA using super¬ 
natants from infected bacteria. Figure 2 shows the reactivity of some of the antibody-selected clones against 
the different anti-MHV-A59 mAbs or to KLH. After five rounds of panning, positive clones were identi¬ 
fied for all three antibodies used for selection, in proportions ranging from 32% to 84%. Again, some cross¬ 
reactivity was observed with a few clones, which possibly indicates that these phages express antibody frag¬ 
ments that recognize similar structures present on the other antibodies. 

The variable regions of the heavy chains of ELISA-positive clones specific for each antibody were then 
sequenced. A number of clones showed identical Vh sequences and only clones with unique sequences were 
selected for further characterization and are presented in Table 1. Out of six different anti-7- 10A anti-idio¬ 
typic clones sequenced, three had sequences identical to clone 7H9, with exactly the same CDR3 sequence 


Table 1. CDR3 Sequences and V h Segments of the Selected 
Anti-Idiotypic Clones Isolated from the Phage-Display Library 


Clones 

Specificity 

CDR3 sequences 

V// segment* 

7G9 

7-10A 

GKLVK 

DP47 

7D11 

7-10A 

MKANGRYD 

DP44-45 

7H9 

7-10A 

YIDVPFFYESPR 

DP38 

T32 

5B19 

VMKGKGTI 

DP25 

5B5 

5B19 

NKGNSNQL 

DP32 

5D5 

5B19 

YYAVRPIMN 

DP32 

4F4 

4-11G 

ETCDGVHL 

DP54 


Nomenclature of the heavy chain germline segments as reported (21). 
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and DP38 V H segment as defined previously (21). Similarly, out of five anti-5B19 clones sequenced, three 
had sequences identical to clone 5D5 whereas clone 5B5 used the same DP32 V H segment with a differ¬ 
ent CDR3 sequence. Finally, all six anti-4-11G clones sequenced had identical V H segments and CDR3 se¬ 
quences. 

Seven clones selected for biological characterization were concentrated from supernatant of infected cells 
by PEG precipitation and 2 mg of concentrated phages in adjuvant were used to immunize BALB/c and 
C57BL/6 mice that also received three booster injections at biweekly intervals. Mice were bled 7 days af¬ 
ter each injection and the sera were tested for the presence of antiviral antibodies by ELISA and Western 
immunoblotting and for virus neutralization. No significant antiviral or neutralizing antibodies were de¬ 
tected in these animals, whereas antiphage antibody titers were high (data not shown). Finally, all animals 
were challenged with a lethal dose of MHV-A59. All BALB/c mice immunized with the wild-type phage 
(pHEN) died within 5 days (Fig. 3A), which is similar to the expected mortality rate of unprotected ani¬ 
mals (12). A small delay in mortality was observed with mice immunized with the 5E2 clone and 10% of 
animals immunized with the 7G9 and 5D5 clones survived. However, 20% of C57BL/6 mice immunized 



Days after virus challenge 

FIG. 3. Survival profiles of virus-challenged BALB/c or C57BL/6 mice previously immunized with anti-idiotypic 
antibody fragments displayed on phage surfaces. Groups of 5 to 14 BALB/c (A) or C57BL/6 (B) mice were immu¬ 
nized with phages expressing anti-idiotypic antibody fragments selected from the phage-display library by five rounds 
of panning against one of three different anti-MHV-A59 monoclonal antibodies and challenged with 10 LD 50 of MHV- 
A59. Clone pHEN (□) represents the wild-type phage used as a negative control. 
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with the wild-type phage survived the viral infection. Because this strain of mice is more sensitive to 
MHV-A59 infection (26), the LD 50 is reduced compared with BALB/c mice and small variations between 
different virus aliquots would have a greater impact on the actual virus dose given, which could explain 
why some control animal survived. Nevertheless, the same two clones that partially protected BALB/c mice, 
also partially protected C57BL/6 mice above control levels (Fig. 3B) and partial protection was also ob¬ 
served with clone 5E2, which induced a slight delay of mortality of BALB/c mice (Fig. 3A). However, rep¬ 
etition of these vaccination experiments with new batches of phage clones 5D5 and 7G9 in both strains of 
mice yielded mortality profiles similar to control pHEN-immunized mice. 


DISCUSSION 

We have used a library of human scFv fragments displayed on the surface of filamentous phage parti¬ 
cles built from a bank of 50 cloned human V H gene segments and random nucleotide sequences encoding 
CDR3 lengths of 4 to 12 residues (15). This library contains more than 10 8 clones of different specificities, 
which is comparable to the size of the natural primary immunoglobulin repertoire of the mouse (7). 

The phage-display library was subjected to five rounds of selection by panning against three neutraliz¬ 
ing anti-MHV-A59 mAbs and antibody-specific phage clones were identified by ELISA for all three anti¬ 
bodies (Fig. 2). Some of these clones showed cross-reactivity with the other two mAbs used for selection, 
suggesting that they recognize similar structures on different antibody molecules. This is consistent with 
the possibility that they could have lower affinities than more specific phages. 

Seven clones selected for biological characterization were used to immunize BALB/c and C57BL/6 mice. 
We have previously shown that BALB/c mice can produce an anti-MHV-A59 protective immune response 
upon anti-idiotypic vaccination (12). However, we also selected C57BL/6 mice because previous immuno- 
genicity experiments of repeat regions of the circumsporozoite protein of Plasmodium falciparum cloned 
into the pill protein gene of a filamentous phage suggested that the pill protein might not bear helper T- 
cell epitopes recognized on the H-2 d genetic background of the BALB/c mouse, but should bear epitopes 
recognized on the H-2 b genetic background of the C57BL/10 or C57BL/6 mice ( 6 ). Indeed, we have re¬ 
cently confirmed that C57BL/6 mice produce a more efficient immune response to phage-displayed anti¬ 
gens than BALB/c mice (M.W.N. Yu, J.K. Scott and P.J. Talbot, manuscript in preparation). Two clones 
induced a partial but not reproducible protection of C57BL/6 mice. This may be the result of inherent ex¬ 
perimental variability, a relatively high viral challenge dose, or batch variations in phage production. In¬ 
terestingly, four out of the five anti-5B19 clones sequenced had the same V H segment as clone 5D5 and 
three of them had the same CDR3 sequence (Table 1). This Vh usage could possibly produce an antibody 
fragment with a higher affinity for mAb 5B19 because clones bearing this Vh segment were more frequently 
isolated from the library. Thus, it is likely that this particular clone had a higher affinity for the antibody, 
but apparently not sufficient for a reproducible antiviral activity to be demonstrated. 

We postulate that the recombinant anti-ids isolated from this small phage library were probably of rel¬ 
atively low affinity and thus did not induce an antiviral immune response sufficiently strong to be de¬ 
tected and to reproducibly protect immunized animals. Indeed, it has been reported (7) that the affinities 
of Fab fragments expressed on phages isolated from a small portion (10 7 ) of a larger library (6.5 X 10 10 ) 
were lower (0.8 to 12 pM) compared with the ones of clones isolated from the entire library (3.8 to 217 
nM). 

Antigen mimicry at the primary structure level has been proposed as a possible mechanism for the in¬ 
duction of an antigen-specific immune response by anti-ids. The observation of an homology between a 
monoclonal anti-ids and the hemagglutinin of the mammalian reovirus type 3 reinforced this hypothesis 
(2). A recent study confirmed that a virus-specific immune response can be induced by an irrelevant im¬ 
munoglobulin engineered to bear a viral epitope within its variable region (27). To verify if a similar struc¬ 
tural mimicry could be found in our selected recombinant anti-ids, amino acid sequence comparisons be¬ 
tween the heavy chain variable region of the selected clones and the S glycoprotein of MHV-A59 were 
undertaken. No significant regions of amino acid sequence homology were identified for any of the selected 
clones, even when the selecting antibody was 5B19, which recognizes a linear epitope (5). This absence of 
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structural mimicry may have played a role in the observed the lack of reproducible biological activity, 
although we did previously report that polyclonal rabbit anti-ids induced a protective immune response 
without any apparent antigenic mimicry (12,25). 

The present study demonstrates the feasibility of isolating monoclonal anti-id fragments from phage-dis¬ 
play libraries, but also makes a strong point for the need to develop more diverse libraries in order to se¬ 
lect for biologically active anti-ids. 


ACKNOWLEDGMENTS 

This work was supported by grant MT-9203 from the Medical Research Council of Canada (MRCC), 
which also provided studentship support to A. Lamarre. P. Talbot acknowledges senior scholarship support 
from the Fonds de la recherche en sante du Quebec. The authors are grateful to Dr. Greg Winter (Cam¬ 
bridge, UK) for providing the phage-display library. 


REFERENCES 

1. Anders E.M., G.P. Kapaklis-Deliyannis, and D.O. White. 1989. Induction of immune response to influenza virus 
with anti-idiotypic antibodies. J. Virol. 63:2758-2767. 

2. Bruck, C., M.S. Co, M. Slaoui, G.N. Gaulton, T. Smith, B.N. Fields, J.I. Mullins, and M.L Greene. 1986. Nucleic 
acid sequence of an internal image-bearing monoclonal anti-idiotype and its comparison to the sequence of the ex¬ 
ternal antigen. Proc. Natl. Acad. Sci. USA 83:6578-6582. 

3. Collins, A.R., R.L. Knobler, H. Powell, and M.J. Buchmeier. 1982. Monoclonal antibodies to murine hepatitis 
virus-4 (strain JHM) define the viral glycoprotein responsible for attachment and cell-cell fusion. Virology 
119:358-371. 

4. Daniel, C., and P.J. Talbot. 1990. Protection from lethal coronavirus infection by affinity-purified spike glycopro¬ 
tein of murine hepatitis virus, strain A59. Virology 174:87-94. 

5. Daniel, C., R. Anderson, MJ. Buchmeier, J.O. Fleming, W.J.M. Spaan, H. Wege, and P.J. Talbot. 1993. Identifi¬ 
cation of an immunodominant linear neutralization domain on the S2 portion of the murine coronavirus spike gly¬ 
coprotein and evidence that it forms part of a complex tridimensional structure. J. Virol. 67:1185-1194. 

6 . De la Cruz, V.F., A.A. Lai, and T.F. McCutchan. 1988. Immunogenicity and epitope mapping of foreign sequences 
via genetically engineered filamentous phage. J. Biol. Chem. 263:4318-4322. 

7. Griffiths, A.D., S.C. Williams, O. Hartley, I.M. Tomlinson, P. Waterhouse, W.L. Crosby, R.E. Kontermann, P.T. 
Jones, N.M. Low, T.J. Allison, T.D. Prospero, H.R. Hoogenboom, A. Nissim, J.P.L. Cox, J.L. Harrison, M. Zac- 
colo, E. Gherardi, and G. Winter. 1994. Isolation of high affinity human antibodies directly from large synthetic 
repertoires. EMBO J. 13:3245-3260. 

8 . Grzych, J.M., M. Capron, P.H. Lambert, C. Dissous, S. Torres, and A. Capron. 1985. An anti-idiotype vaccine 
against experimental schistosomiasis. Nature 316:74—76. 

9. Hoogenboom, H.R., and G. Winter. 1992. By-passing immunisation. Human antibodies from synthetic repertoires 
of germline V H gene segments rearranged in vitro. J. Mol. Biol. 227:381-388. 

10. Jeme, N.K. 1974. Towards a network theory of the immune system. Ann. Immunol. 125C:373-389. 

11. Kennedy, R.C., J.W. Eichberg, R.E. Lanford, and G.R. Dreesman. 1986. Anti-idiotypic antibody vaccine for type 
B viral hepatitis in chimpanzees. Science 232:220-223. 

12. Lamarre, A., J. Lecomte, and P.J. Talbot. 1991. Antiidiotypic vaccination against murine coronavirus infection. J. 
Immunol. 147:4256-4262. 

13. Luytjes, W., L.S. Sturman, P.J. Bredenbeek, J. Charite, B.A.M. van der Zeijst, M.C. Horzinek, and W.J.M. Spaan. 
1987. Primary structure of the glycoprotein E2 of coronavirus MHV-A59 and identification of the trypsin cleav¬ 
age site. Virology 161:479-487. 


181 



LAMARRE AND TALBOT 


14. McNamara, M.K., R.E. Ward, and H. Kohler. 1984. Monoclonal idiotope vaccine against Streptococcus pneumo¬ 
niae infection. Science 226:1325-1326. 

15. Nissim, A., H.R. Hoogenboom, I.M. Tomlinson, G. Flynn, C. Midgley, D. Lane, and G. Winter. 1994. Antibody 
fragments from a ‘single pot’ phage display library as immunochemical reagents. EMBO J. 13:692-698. 

16. Reagan, K.J., W.H. Wunner, T.J. Wiktor, and H. Koprowski. 1983. Anti-idiotypic antibodies induce neutralizing 
antibodies to rabies virus glycoprotein. J. Virol. 48:660-666. 

17. Sacks, D.L., and A. Sher. 1983. Evidence that anti-idiotype induced immunity to experimental african trypanoso¬ 
miasis is genetically restricted and requires recognition of combining site-related idiotopes. J. Immunol. 
131:1511-1515. 

18. Sanger, F., S. Nicklen, and A.R. Coulson. 1977. DNA sequencing with chain-terminating inhibitors. Proc. Natl. 
Acad. Sci. USA 74:5463-5467. 

19. Spaan, W., D. Cavanagh, and M.C. Horzinek. 1990. Coronaviruses, Pp. 359-379. In: M.H.V. van Regenmortel, 
and A.R. Neurath (eds.): Immunochemistry of viruses. The basis for serodiagnosis and vaccines, Vol. 2. Elsevier 
Science Publishers B.V., Amsterdam. 

20. Stein, K.E., and T. Soderstrom. 1984. Neonatal administration of idiotype or antiidiotype primers for protection 
against Escherichia coli K13 infection in mice. J. Exp. Med. 160:1001-1011. 

21. Tomlinson, I.M., G. Walter, J.D. Marks, M.B. Llewelyn, and G. Winter. 1992. The repertoire of human germline 
V H sequences reveals about fifty groups of Vh segments with different hypervariable loops. J. Mol. Biol. 
227:776-798. 

22. Uytdehaag, F.G.C.M., and A.D.M.E. Osterhaus. 1985. Induction of neutralizing antibody in mice against poliovirus 
type II with monoclonal anti-idiotypic antibody. J. Immunol. 134:1225-1229. 

23. Wege, H., St. Siddell, and V. ter Meulen. 1982. The biology and pathogenesis of coronaviruses. Curr. Top. Mi¬ 
crobiol. Immunol. 99:165-200. 

24. Williams, R.K., G.S. Jiang, and K.V. Holmes. 1991. Receptor for mouse hepatitis virus is a member of the carci- 
noembryonic antigen family of glycoproteins. Proc. Natl. Acad. Sci. USA 88:5533-5536. 

25. Yu, M., and P.J. Talbot. 1995. Induction of a protective immune response to murine coronavirus with non-inter¬ 
nal image anti-idiotypic antibodies. Pp. 165-172. In: P.J. Talbot, and G.A. Levy (eds): In Corona- and related 
viruses. Current concepts in molecular biology and pathogenesis. Plenum Press, New York. 

26. Yu, M.W.N., S. Lemieux, and P.J. Talbot. 1996. Genetic control of anti-idiotypic vaccination against coronavirus 
infection. Eur. J. Immunol. 26:3230-3233. 

27. Zaghouani, H., S.A. Anderson, K.E. Sperber, C. Daian, R.C. Kennedy, L. Mayer, and C.A. Bona. 1995. Induction 
of antibodies to the human immunodeficiency virus type 1 by immunization of baboons with immunoglobulin mol¬ 
ecules carrying the principal neutralizing determinant of the envelope protein. Proc. Natl. Acad. Sci. USA 
92:631-635. 


Address reprint requests to: 
Pierre J . Talbot , PhD. 
Laboratory of Neuroimmunovirology 
Virology Research Center 
Institut Armand-Frappier 
Universite du Quebec 
531 boulevard des Prairies 
Laval , Quebec 
Canada , H7V 1B7 


182 



